Driver: GTiff/GeoTIFF
Files: Klina_yellow_modified.tif
Size is 962, 477
Coordinate System is `'
Origin = (20.427635674046861,42.728471988864271)
Pixel Size = (0.000459644272758,-0.000459644272758)
Image Structure Metadata:
  INTERLEAVE=PIXEL
Corner Coordinates:
Upper Left  (  20.4276357,  42.7284720) 
Lower Left  (  20.4276357,  42.5092217) 
Upper Right (  20.8698135,  42.7284720) 
Lower Right (  20.8698135,  42.5092217) 
Center      (  20.6487246,  42.6188468) 
Band 1 Block=962x2 Type=Byte, ColorInterp=Red
  Mask Flags: PER_DATASET ALPHA 
Band 2 Block=962x2 Type=Byte, ColorInterp=Green
  Mask Flags: PER_DATASET ALPHA 
Band 3 Block=962x2 Type=Byte, ColorInterp=Blue
  Mask Flags: PER_DATASET ALPHA 
Band 4 Block=962x2 Type=Byte, ColorInterp=Alpha
